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CONTRACTING OFFICER'S 
DETERMINATIONS AND FIADINGS 


AUTHORITY TO NEGOTIATE CONTRACT 


The Central Intelligence Agency proposes to enter into a 
contract with Baird-Atomic, Inc., Cambridge, Mass. for the 
tenining and furaishing of a field engineer to service end main- 

25X1A tain the RMMecuipment being procured under Contract 
Bo. NY-B-5112D. 


< hereby find that thie procurement, Project CHALICE (HAVY) 
ie estimated to cost $21,640 and is chargeable during Fiscal 


an Year 1958 to and is for the training end 
25X1A furnishing of a field engineer to service and maintain the 
25X1A MMMM equipment being procured under Contract No. NY-B-5 


IT also find that thig procurement is in the interest of National 
Defense and that it will be certified by the Director of Central 
Intelligence in accordance vith procedure approved by the DCT 

on 15 Decenber 1956, to be for objects of a confidential, extra- 
oréinary and emergen¢y nature and therefore within the purview 
of procurement authority of the Agency as stated in Section 10({b) 
of Public Lew 110, lst Congress. Procurement by formal adver- 
tising of the services called for by the proposed Contract No. 
HY~-BA-1492 would result in public disclosure of the nature and 
character of the Royal. Flush equipment to be maintained, and 

would thereby jeopardize the security claseification of this 
project. 


i hereby determine, as Contracting Officer for this contract, 
that the necessity and authority for negotiation of this contract 
have been adequately documented by proper Agency authority, and 
thet the proposed contract must necessarily be negotiated without 
formal advertising. 


bes /DCI :HL pt Contracting Officer, DPS/DCI 
Distr: 
ie | =a 
2 ~ Financ: 25X1A 
3 - Chrono 
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